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CENTRAL INtELlTGEfCET^GENCY REPORT 


CD NO. 50X1 -HUM 




COUNTRY GsMianjr, (Eussian Zone) DATE DtSTR. „ 

S.CfJr 



Tho folloxdiig orders uith specifications were received by the Oberspreewerk 

fSm the Rvssians | \ t 50X1 -HUM 


lo Apparatus for K^easuring the microphonic characteristics of tubes 

(KlJjrigspannimgsEiGrsgeiSt)^ which i/ould penait the tubes to be tested 
in all positions^ (vertically or horisontall^ etc*) by means of mobile 
tube holders* The acceleration test applied to the tubes mist be 
the accoloration meter must be built in, and the time is to bo measurablG 
up 'lo 30 seconds* 

2* Thirty additional cathode ray tubes x^ith blue screens, to be built by the 
end of 1949* 


3* Tt'JO thousand 11470 tubes (150 watt modulation triode forosrly knoxm as 
the 11419), 2000 G471 tubes (525 tjatt tetrode or pentode designed for 
the 15 meter band and formerly knox^m as the 0440), and 500 GSOO tubes 
(/50 vmtt tetrode or pentode) are to be furnished by the end of 1949*^ 


4* Five hundred ignltrons (1000 volt, 100 amp*), wanted by tlxo end of 1949** 

5* Ton thousand detectors for electronic equipment operating on a 10 cm 
and 3 cm ^jave length, xjanted by the and of 1949** 


6* A design fqr and a ‘ model of a fully aiator/iatic machine for making tube bases 
x-jith leads or electrodes sealed in tlie base, to bo ready by the middle of 
1950* It must be ab3e to produce 700 assemblies*^- for miniature tubes 
(Fingerr^liron) , and the olectrodo leads are to be sealed in automatically* 
It I'lust be possible for one or two men to run tfiree r.!achinQS**** 


7. 


Dr-. Strt^lblor has left the C5VJ for CSRAIU The Hussians have so far been 
unable to find anyone to replace him as technical director. 

50X1 -HUM 


[ .Go men t; The CSU is xrorking at full capacity and it xyill probably 
be impossiblo to fill tlies© orders* 


]Corjio^j IJo unit of tine for production nontioned* This 50X1 -HUM 
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50X1 -HUM 




i ^l^Uljt/gggrriCL - D.S. OFFICIALS OHLI 
CaiTRAL lilTiaLLIGENCE AGEMCI 

could rasan 700 units per hour, based aa coc^jariscc ultl. a U.S. mohinSo 

LOsTOsat i This order will certainly be refused since the CSW 50X1 -HUM 
has nsTor made mch a machine as this, end insufficient time is given 
to work on this project. 




, - c.e. officials nwr.v 
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